
REVISIONS 


ZONE 

SYM. 

DESCRIPTION 

BY 

DATE 





REV $ REDRmN PER PCO^OSOO 

^> 

2-9-75 

^^^^^ 



C 

VIRE UST CH^WGE OWLX PCO U 5 4. 

UP. 

"5-B-13 




D 

\7W5liO P/W WAS ni4GI 10 P£^ PcQ^Zii^'S 

sac 



. - ■ . r . . . 

■ 






■LENGTH SPECIFIED >5y ORDES. 

H0012.3I 



MARK pa 



•£/i00O50 


aiiooo2>o 

f960015Z 
TYP^ PART NO. 4 REV LEVEL 
MARK POO THRU P3»7 


-Z6M0030 



17145110 


KEY 5ETWEEN 

Z<D<^40020 


1500OTII 
17136910 

^0300040 



11144120 







STEM 
NO. 

QTY 

PART NUMBER 

REF.DES. 

DESCRIPTION 


MATERIAL: 


WEISHT: 


HNISH: 


TREATMENT: 


UNLESS OTHERWiSE S?£C;FiED 
ALL DIMENSICNS INCHES 
TOLERANCES: 


D£CiMAL .XX± 
.XXX ± 


FRACTIONAL : 


SCALE 


DRAWN, r\ 


DATE 

2.-3-75 


CKO. DATE 


ENGR. 


DATE 


MFQ. 


DATE 


RELEASED 


DATE 



FOUR-PHASE SYSTEMS. INC. 

CUPERTINO. CALIFORNIA 


CA5LE ASSY 
VIDEO PRiMAPy 


SHEE" 


I 


OF 


1 


R£V. 


